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lancestry 


WILLIAM SR THOMAS 


1779-1850 


He married Mary Holman? in 1806. They had ten children in 16 years. He 
died on 20 March 1850 at the age of 70. 








Unknown Father 
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Birth 
WILLIAM SR THOMAS was born on 2 November 1779 in New Jersey, USA. 


2 Nov 1779 « New Jersey, United States 


Birth of Daughter 
His daughter Mary E was born in 1804 in New Jersey, USA. 


_ Mary E THOMAS 1804- 
1804 » New Jersey 


Birth of Son 


His son Ezekiel S was born on 13 October 1806 in New Jersey, USA. 
_| | Ezekiel S Thomas 1806-1889 
13 Oct 1806 » New Jersey 





http://person.ancestry.co.uWtree/53868751/person/64000540159/story 
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Marriage 


WILLIAM SR THOMAS married Mary Holman? in 1806 when he was 27 years old. 


Mary Holman? 
1785-1854 


prior to 1806 


Birth of Daughter 
His daughter Margaret was born on 10 December 1807. 


Margaret Thomas 1807-1869 
10 Dec 1807 « Millstone, Monmouth, New Jersey, United States 


Birth of Daughter 


His daughter Rachel was born in 1807 in New Jersey, USA. 


Rachel THOMAS 1807- 


1807 »- New Jersey 


Birth of Son 
His son Charles K Jr was born on 16 August 1809 in Monmouth, New Jersey, USA. 


Charles K Jr Thomas 1809-1867 
16 Aug 1809 » Monmouth, New Jersey, United States 


Birth of Daughter 
His daughter SARAH was born on 3 June 1811 in Monmouth, New Jersey, USA. 


SARAH THOMAS 1811-1892 


3 Jun 1811 » Monmouth, New Jersey, United States 


Birth of Daughter 


His daughter Rebecca A was born in 1811 in Allentown, New Jersey, USA. 
Rebecca A Thomas 1811-1863 


1811 « Allentown, Monmouth, New Jersey, United States 


Birth of Daughter 


His daughter Elizabeth was born on 21 November 1816 in Clarksburg, New Jersey, 
USA. 
Elizabeth Thomas 1816-1881 


21 Nov 1816 - Clarksburg, Monmouth, New Jersey, United States 


http://person.ancestry.co.uW/tree/53868751/person/64000540159/story 
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Birth of Son 
His son William Jr was born on 3 October 1820 in Monmouth, New Jersey, USA. 


William Jr Thomas 1820-1904 


3 Oct 1820 » Monmouth, New Jersey, United States 


Death 
WILLIAM SR THOMAS died on 20 March 1850 when he was 70 years old. 





20 Mar 1850 « Millstone, Monmouth, New Jersey 
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